STYLE REF: REFOOT 
STYLE NAME: ALASKA A Rock Fall 


INDUSTRY DEFINING SAFETY FOOTWEAR 


SPECIFICATION: EN ISO 20345:2011 S3 Cl HRO SRC + ASTM F 2413-18 M/I/C PR 
SIZE UK 3-14 (WHOLE SIZES) | COLOUR: BLACK 


PROTECTIVE TOECAP AND MIDSOLE, ALASKA IS A COLD TEMPERATURE BOOT DEVELOPED WITH SPECIALIST 
MATERIALS THAT ARE CERTIFIED FOR US IN TEMPERATURES AS LOW AS -40°C, INCLUDING COSMOTHERM 
B600 ULTRA, FURSULATE FUR LINING AND A SHOCK ABSORBING SOLID NITRILE RUBBER OUTSOLE. 


0000000000 


Upper Material 

Water repellent full grain black leather 

Protective Components 

Protective fibreglass toecap and composite anti-penetration flexi-midsole 
Lining Materials 

Cosmo Therm Ultra fur lining - tested to -40° C 

Scuff Cap and Outsole 

Shock absorbing nitrile rubber outsole 

Footbed 

Anti-fatigue fur EVA footbed 


SUBJECT TO CHANGE WITHOUT PRIOR NOTICE: 01/05/2021 


Find this product at https://www.rockfall.com/products/alaska 


Browse all products at https://www.rockfall.com/products 
PROUDLY MANUFACTURED BY ROCK FALL UK, MAJOR HOUSE, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS 


Issued to: Rock Fall UK Ltd 
Major House 


Unit 1/3 Wimsey Way 
SATRA Aton 
Derbyshire 
DE55 4LS 


TECHNOLOGY 
UK 


Approved Body: 0321 SATRA customer number: P1769 


UKCA Type-Examination Certificate 


Certificate number: AB0321/16496-01/E00-00 
This UKCA Type-Examination Certificate covers the following product group(s) supported by testing to the relevant 
standards/technical specifications and examination of the technical file documentation: 
Following the UKCA Type-Examination this product group has been shown to satisfy the applicable essential health and 
safety requirements of the PPE Regulation (2016/425) as brought into UK law and amended as a Category Il product. 


Product reference: Description: 


Rock Fall RF001 Alaska Ankle safety boot comprising black crazy horse upper leather with a brown fur lining. 6 
eyelets and 2 ski hooks comprise the laced fastening system. PEP-Composite toe cap and 
PEP-Composite perforation resistant insert with a cemented outsole referenced 2061#RB. 


Classification: 


EN ISO 20345:2011 S3 Cl HRO SRC 
ASTM F 2413-18 M/I/C PR 
Size Range: 3 — 14 UK 


Standards/Technical specifications applied: 
EN ISO 20345: 2011 


Technical reports/Approval documents: 
Intertek: GZHT90904876, GZHT90644964, GZHT90964167, GZHT90593751, GZHT90608902, GZHT90637873, GZHT90837994, 


GZHT90623658, GZHT90593754, GZHT90658444, GZHT90544038, GZHT90789086, GZHT90891082, GZHT90876015, 
GZHT90577845, GZHT90607597, GZHT90573543, GZHT90831741, GZHT90833061, GZHT90771873, GZHT90835408, 
GZHT91015458 

CTC: D190102078_1, D190304114_1, D181120663_1 l 

LCTECH: LCZC17040400-E, LCZC15070148-E oe Enora eier 


Signed on behalf of SATRA: 
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SATRA Technology Centre Limited. Wyndham Way, Telford Way, Kettering. Northamptonshire. NN16 8SD. United Kingdom. 
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Rock Fall UK, Major House, 
Unit 1/3, Wimsey Way, 


UKCA DECLARATION OF CONFORMITY Aliretony Derbyshire: DESS 41S 
United Kingdom 


Tel: 01773 608616 
Email: sales@rockfall.com 
rockfall.com 


The manufacturer or his nominated representative established in the community; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM Declares that the 
PPE described hereafter; 


ROCK FALL RF001 Alaska 

Is in conformity with the provisions of PPE Regulation EU 2016/425, as brought into UK Law and 
amended, for Category Il and,where such is the case, with the national standard transposing 
the union harmonised standard no. EN ISO 20345:2011 


This declaration of conformity is issued under the sole responsibility of the manufacturer; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 


Is identical to the PPE submitted to: SATRA Technology Centre Limited, Wyndham Way, Telford Way, 
Kettering, Northamptonshire, NN16 8SD United Kingdom. Approved Body 0321. who performed the UKCA 
type examination (Module B) and issued the UKCA type -examination certificate: AB0321/16496-01/ 
E00-00 


The PPE is subject to the procedure set out in Module C of the PPE Regulation EU 

2016/425, as brought into UK Law and amended, under the supervision of the notified body: SATRA 
Technology Centre Limited, Wyndham Way, Telford Way, Kettering, Northamptonshire, NN16 8SD United 
Kingdom. Approved Body 0321 


Signature: VOLS. Position: Director Date: 29/04/2021 


Rock Fall UK Limited Co Reg No: 03436704 | VAT Reg No: GB 706 1420 75. 
Registered in England and Wales, Registered Address: St. Helens House, King Street, Derby, DE1 3EE 


Issued to: Rock Fall UK Ltd 
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Notified Body: 2777 SATRA customer number: P1769 


EU Type-Examination Certificate 


Certificate number: 2777/15486-01/E00-00 


This EU Type-Examination Certificate covers the following product group(s) supported by testing to the relevant 
standards/technical specifications and examination of the technical file documentation: 
Following the EU Type-Examination this product group has been shown to satisfy the applicable essential health and 
safety requirements of Annex II of the PPE Regulation (EU) 2016/425 as a Category II product. 


Product reference: Description: 
Rock Fall RF001 Alaska Ankle safety boot comprising black crazy horse upper leather with a brown fur lining. 6 


eyelets and 2 ski hooks comprise the laced fastening system. PEP-Composite toe cap and 
PEP-Composite perforation resistant insert with a cemented outsole referenced 2061#RB. 


Classification: 


EN ISO 20345:2011 S3 Cl HRO SRC 
ASTM F 2413-18 M/I/C PR 


Size Range: 3 — 14 UK 


Standards/Technical specifications applied: 
EN ISO 20345: 2011 


Technical reports/Approval documents: 
Intertek: GZHT90904876, GZHT90644964, GZHT90964167, GZHT90593751, GZHT90608902, GZHT90637873, GZHT90837994, 
GZHT90623658, GZHT90593754, GZHT90658444, GZHT90544038, GZHT90789086, GZHT90891082, GZHT90876015, 
GZHT90577845, GZHT90607597, GZHT90573543, GZHT90831741, GZHT90833061 
CTC: D190102078_1, D190304114_1, D181120663_1 
LCTECH: LCZC17040400-E, LCZC15070148-E 
CTT: CTT1911016598EN, CTT2002010626EN 


Signed on behalf of SATRA: ka> Hannah Coe CR A Geoff Graham 


Date first issued: 17/12/2020 
Date of issue: 17/12/2020 Expiry date: 17/12/2025 
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SATRA Technology Europe Limited. Bracetown Business Park. Clonee. D15YN2P. Republic of Ireland. 


XG Rock Fall’ 


Rock Fall UK, Major House, 
Unit 1/3, Wimsey Way, 
Alfreton, Derbyshire, DE55 4LS 
United Kingdom 

Tel: 01773 608616 

Email: sales@rockfall.com 
rockfall.com 


EU DECLARATION OF CONFORMITY 


The manufacturer or his nominated representative established in the community; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 
Declares that the PPE described hereafter; 


ROCK FALL RF001 Alaska 

Is in conformity with the provisions of PPE Regulation EU 2016/425 for Category II and, 
where such is the case, with the national standard transposing the union 
harmonised standard no. EN ISO 20345:2011 


This declaration of conformity is issued under the sole responsibility of the manufacturer; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 


Is identical to the PPE submitted to: SATRA Technology Europe Ltd, Bracetown Business 
Park, Clonee, D15YN2P. Republic of Ireland. Notified Body 2777. who performed the Eu 
type examination (Module B) and issued the EU type -examination certificate: 
2777/15486-01/E00-00 


The PPE is subject to the procedure set out in Module C of the PPE Regulation EU 


2016/425 under the supervision of the notified body: 


SATRA Technology Europe Ltd, Bracetown Business Park, Clonee, D1SYN2P. Republic of 
Ireland. Notified Body 2777 


M L ea 


Signature: Position: Director Date: 18/12/2020 


Rock Fall UK Limited Co Reg No: 03436704 | VAT Reg No: GB 706 1420 75. 
Registered in England and Wales, Registered Address: St. Helens House, King Street, Derby, DET 3EE 
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| nte rtek DENY TESTING 
hilha CNAS L5655 
Test Report Number: GZHT90492559 
Tests Conducted (As Requested By The Applicant) 
Slip Resistance (EN ISO 20344:2011(5.11) & ISO 13287:2012, SRA, Temperature: 23°C) 
Requirement Pass/Fail 
Size 36 Right On Eurotile 2 With NaLS 
Forward Heel Slip (#1): 0.33 Min. 0.28 Pass 
Forward Flat Slip (#2): 0.34 Min. 0.32 Pass 
Size 42 Right On Eurotile 2 With NaLS 
Forward Heel Slip (#1): 0.34 Min. 0.28 Pass 
Forward Flat Slip (#2): 0.35 Min. 0.32 Pass 
Size 47 Right On Eurotile 2 With NaLS 
Forward Heel Slip (#1): 0.35 Min. 0.28 Pass 
Forward Flat Slip (#2): 0.35 Min. 0.32 Pass 
Note: 


It Must Be Noted That The Slip Resistance Test Carried Out In This Report Denotes An Indication Of Slip Of 
This Particular Footwear/Component On The Surface Mentioned In The Test Item. It Is Important To Note 
That Footwear Is Subject To Many Different Conditions Encountered In Everyday Use And That It Is 
Impossible To Make Footwear Resistant To Slip In All Conditions. Nevertheless, It Is Generally Accepted 
That Problems Are Minimized If The Guideline Coefficients Of Friction Are Achieved. 


Remark: 
#1 = Using Standard Shoemaking Last 
#2 = Using Mechanical Foot 


Expanded Uncertainty: 0.01, With K = 2.03 At 95% Confidence Level. 


This report is made solely on the basis of your instructions and/or information and materials supplied by you. It is not intended to be a 
recommendation for any particular course of action. Intertek does not accept a duty of care or any other responsibility to any person other than 
the Client in respect of this report and only accepts liability to the Client insofar as is expressly contained in the terms and conditions governing 
Intertek's provision of services to you. Intertek makes no warranties or representations either express or implied with respect to this report save 
as provided for in those terms and conditions. We have aimed to conduct the Review on a diligent and careful basis and we do not accept any 
liability to you for any loss arising out of or in connection with this report, in contract, tort, by statute or otherwise, except in the event of our 
gross negligence or wilful misconduct. 
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Intertek Testing Services Shenzhen Ltd. Guangzhou GDD Branch 
3/F., Hengyun Building, 235 Kaifa Ave., Guangzhou 
Economic & Technological Development District, Guangzhou, China 
PRUNE STE K RS A BRA INFKT 
PRP MARA REA RAI 235 SISA 3 i% 
Tel: (8620)2232 1668 / 8396 6868 Fax: (8620)8222 7490 Postcode:510730 
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Intertek Ø COE wai” CNAS L0220 
Test Report Number: GZHT90593751 


Tests Conducted (As Requested By The Applicant) 


6 Slip Resistance (EN ISO 20344:2011(5.11) & ISO 13287:2012, SRB, Temperature: 23°C) 


Test Floor | Lubricant Modes Pass/Fail 
- 36 | Steel Floor | Glycerine | Forward Heel Slip (#1) Min. 0.13 Pass 
(Left) Forward Flat Slip (#2 0.23 Min. 0.18 Pass 
42 | SteelFloor | Glycerine | Forward Heel Slip (#1 Min. 0.13 Pass 
(Left) Forward Flat Slip (#2) Min, 0.18 Pass 


47 Steel Floor | Glycerine | Forward Heel Slip (#1 0.19 Min. 0.13 Pass 
(Left) Forward Flat Slip (#2) Min. 0.18 Pass 


Note: 

It Must Be Noted That The Slip Resistance Test Carried Out In This Report Denotes An Indication Of Slip Of 
This Particular Footwear/Component On The Surface Mentioned In The Test Item. It Is Important To Note 
That Footwear Is Subject To Many Different Conditions Encountered In Everyday Use And That It Is 
Impossible To Make Footwear Resistant To Slip In All Conditions. Nevertheless, It Is Generally Accepted 
That Problems Are Minimized If The Guideline Coefficients Of Friction Are Achieved. 


Remark: #1= Using Standard Shoemaking Last 
#2 = Using Mechanical Foot 


Expanded Uncertainty: 0.01, With K = 2.03 At 95% Confidence Level. 
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Intertek Testing Services Shenzhen Ltd, Guangzhou Branch 


TRI AF IR ST KHR S.H IR lI a l 


Room 02, 1-8/F. & Room 01, E101/E201/E301/E401/E501/E601/E701/E801, 3/F., Hengyun Building, 235 Kaifa Ave., Guangzhou 

No.7-2, Caipin Road, Guangzhou Science City, GETDD, Guangzhou, Guangdong, China Economic & Technological Development District, Guangzhou, 
HSS ARATE RK EFAS 7S Z B 1—8 B02 BH. 01 R 101, China 

£201, E301, E401, E501, E601, E701, E801 PA INARA RK A RAI 235 SEALE 3 1% 


Tel: +86 208213 9001 Fax: +86 20 82089909 Postcode: 510663 Tel: +86 20 83966868 Fax: +86 20 82228169 Postcode: 510730 
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4 ý TESTING 


KAA CNAS L0327 


Number: GZHT90260402 
Tests Conducted (As Requested By The Applicant) 


Cold Insulation Of Sole Complex (Completed Footwear) (EN ISO 20344: 
2004 /Al:2007(5.13), Modified, -40°C): 


Suggestion Pass/Fail 
Requirement 
Right: * Pass 


8.5°C Temperature 
Decrease And The 
Insulation Incorporated 
In The Footwear That It 
Cannot Be Removed 
Without Damaging The 


Footwear 


Remark: * = Max. 10 C Temperature Decrease On The Upper Surface Of The 
Insole, The Insulation Shall Be Incorporated In The Footwear 
In Such A Manner That It Cannot Be Removed Without Damaging 
The Footwear 


Expanded Uncertainty: 1.10°C, With K = 2.12 At 95% Confidence Level 
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Intertek Testing Services Shenzhen Ltd.Guangzhou GDD Branch 
FARINA BRA ARS ARAA FF PA 09) 
PEA NZS SARA RK FA RAGE 235 STR ALB 3#% (510730) 
3/F., Hengyun Building, 235 Kaifa Ave., Guangzhou 
Economic & Technological Development District, Guangzhou, P.R.C. (510730) 
Tel: (8620)2232 1668/8396 6868 Fax: (8620)8208 9909 


Intertek 


TEST REPORT 


eo TESTING 
“SSS CNAS 0327 


Number: GZHT90260402 
Tests Conducted (As Requested By The Applicant) 


216 0 402 


fiom tek , 
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Intertek Testing Services Shenzhen Ltd.Guangzhou GDD Branch 
MIRE BR AIRS A BRS BIN FF RS SP 2 
HA IHS E KTP RK FF RAGE 235 52A 3K (510730) 
3/F., Hengyun Building, 235 Kaifa Ave., Guangzhou 
Economic & Technological Development District, Guangzhou, P.R.C. (510730) 
Tel: (8620)2232 1668/8396 6868 Fax: (8620)8208 9909 


intertek 


Total Quality. Assured. 


Certificate of Conformance 


Issued To: ROCK FALL UK Our Reference No.: GZHT9100357302 


Certificate Issue Date: Nov 18, 2020 
Buyer’s Name: -- 


Ref. No.: Rock Fall RF001 Alaska / Rock Fall RF040 
Manitoba 

Brand: -- 

Manufacturer: -- 


We hereby declare that the product category (group) above has been tested by Intertek and meets the 
requirements of ASTM Specification ASTM F2413-18 as tested in accordance with ASTM Test 
Methods F2412-18a and list the safety hazard(s) tested below. 


Impact Resistant Footwear (I) 
Compression Resistant Footwear (C) 
Static Dissipative Footwear (SD 35) 
Puncture Resistant Footwear (PR) 


The test results are given in our report 
No.: GZHT91003573 Dated: Nov 18, 2020 


Note: 
This declaration applies to the particular sample tested and to the specific tests carried out as dated 
and detailed in the report(s) referenced above. 


Authorized By: 
For Intertek Testing Services Shenzhen Ltd. 
Guangzhou Branch 


SSS ess 


Guiliang Dong 
Senior Lab Manager 


Page 1 Of 1 
Intertek Testing Services Shenzhe dA ivangzhou Branch 
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Tel: +86 208213 9001 Fax: +86 20 82089909 Postcode: 510663 2486 20 83966868 Fax: +86 20 82228169 Postcode: 510730 


